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Health Sciences Division 

The Radiologic Technology Program at Roxbury Community College provides students 
within the Greater Roxbury and Boston areas a quality degree program designed to 
prepare students for entry level Radiographer positions in a dynamic health care 
environment. Upon program completion, students will be eligible to apply for the 
national licensure exam for entry into practice and for further education for advanced 
certification or baccalaureate and graduate level education. 

Recognizing that there are differences among learners, the program believes learning is 
best accomplished through adult education pedagogical practices, by building 
collaborative relationships, and with open communication among students, college 
faculty, clinical faculty, and agency staff. The program is committed to self-improvement 
via on-going assessment based on didactic and clinical course objectives, as well as 
evaluation by advisory board members, clinical affiliates, employers of our graduates, 
and the graduate themselves. 

The program emphasizes a solid theoretical foundation focusing on current disciplinary 
knowledge, skills, and values as well as fostering the development of effective 
communication, decision-making, and professional skills. Roxbury Community College's 
Radiologic Technology Program prepares students for evidence-based practice in a 
rapidly changing, diverse health care envu-onment supported by quality clinical facilities 
and instruction and a strong core curriculum in general education. 



RADIOLOGIC TECHNOLOGY CLASS of 2013 

Regine Eugen Melissa Ozual 

Justine Forcione Kerry Lea Pottinger 

Ana Herrera Fernando Rondan 

Delores Shorter 



GREETINGS 

R.C. C. Board of Trustees Representative 
Linda Edmonds Turner, Ph.D., interim President, Roxbury Community College 
Brenda Mercomes, EdD, Vice President, Academic Affairs 
Rev. Gloria Harris Cater, Ph.D., F.N.P.-B.C, R.N., Dean of Health Sciences Division 

MISTRESS OF CEREMONIES 

Patricia Martino, M.Ed., RT(R) 
Professor and Program Coordinator 



KEYNOTE SPEAKER 

Malissa Danforth, RT(R), BSN 
Boston Medical Center 
Manager of Diagnostic X-ray, Fluoroscopy and Film Library 



PRESENTATION OF PINS AND DEDICATION OF ROSES 



RECESSIONAL 

Family and friends of the graduates are invited to join us for a reception immediately 
following the program. 



SPECIAL THANKS 

We offer thanks to Dr. Milton Samuels, and Phuong Tang. 



RADIOLOGIC TECHNOLOGY FACULTY 
Patricia Martino, M.Ed., RT(R) Michael J. Padilla, M.Ed. RT{R) 



Dr. Per EIdh- Radiation Safety Officer 
Theophilus Adejetey, RT(R} - Class of 2008, RCC 
Malissa Danforth, RT(R), BSN-Manager BMC 
Jason Olenio, RT(R) - VP Product Development, AXI Corp. 



ADMINISTRATIVE ASSISTANT: Monica Murkison 
SECRETARY: Crystal Goncalves 



CLINICAL INSTRUCTORS 



Audrey Brait, RT(R) 
Janet Rafuse, RT(R): 



Eliot Kim, RT(R) 
Susan Hourihan, RT(R), (M) 



ADVISORY BOARD 



